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| ROUTINE 


IN 81619 


25X1A 


Ge | L12/2821292/342, 
2. O83 DRIYE - 21/TENSION SERVO = @7/LEFT TAKE UP = 47./RIGHT 
TAKE UP = 46, 
3. BA IS/199/21726, 
OR t-BB-4B92/ 22715-13493. OL G-2L2-A090/287=13~4-3. 
5 6/ 16/164 158/ INTERNAL. 
1835 / 1@9B/ 1635/1292 1635. 
25972 / STBY-28235 9Z/ 1-298 828Z/ STBY-B031Z/ 1-2980542/ 
STBY-2950592/ 1-296 133Z/ STBY-299 136Z/0FF-29G 1372. 


Eo ce’ iii 25X1A 


Po SUN ANGLE @T START 39 DEGREES. SUN ANGLE AT END 27 DEGREES. 


re | a ATED SATISFACTORY. | 


END OF MESSAGE 
25X1A 


